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1—For Index to Reference and Data Material, see June 
15, 1956 Issue, Page R-373. 
2—Reports on conventions are listed only under “Con- 
ventions and Meetings.” 
3—See “Geographical Locations” for references to 


NUMBER 


July 
August 
September 
October 
November 


231—280 


A 
Accounting and Service 
Procedures .... 


Activated Carbon 


Activated Silica— 
Charlottesville, Va. 











Activated Sludge: 


Equipment, New 








Syndets, Effects of 
B-12 Vitamin 


Aeration 





Aircraft Wash Waste Treatment ........ 


Air Operation of Flow Controllers 
and Gauges 





\la. Tech offers M.S. in San. Eng. .... 
Algae Control with Cu So, 

Algae, Toxicity of Chemicals to .......... 
Amperometric Titration 

Analytical Methods : 


MF Technig.e 





cities, towns and countries. 


4—Page numbers followed by A are in Advt. Section. 


December 











“Standard Methods” 


Annual Reports: 
Review of 1955—Water Supply .. 
Sewage -— | mane 
Appointments and Elections: 
Albert. Paul M. Establishes 
Consulting Office ...... aaa 


Amsbary, F. C.—Mgr. Long 
Island Water Corp. 


Becker, Robert J.— 

Purification Indianapolis 
Water Co. 

Berry, Lt. Col. Floyd L.—Chief of 
San. Eng. Sec. (Med. Serv. 








Browne, Floyd G., Establishes 
UD | cieevnttanndcnenstiashinisencnetects 
Buswell, A. M.—Dept. ef Chemistry, 
University of Florida 

(Research Prof.) 


Chamberlin, Noel S. Joins Havens 
and Emerson— = 


Cole, E. Show—Chetrene of 
AWWA Publications Comm. 
Crabill, Marshall P.—Man. of 
Operations, Indianapolis 
Water Co. 
Cremers, Bert—Pres. of Chlorine 
Inst., Inc. 
Davis, Justin, Water Director, 
M Tenn. 
Dore, Stanley M. Chief Eng. of 
Board of Water Supply 
of N.Y.C. 
Everts, C. M.—Director 
Grants USPHS. ... aa 
Eye, J. D.—Prof. Sen. Eng. 
Univ. of Cin. ... 
Ford, Richard—Dir. 
Dept. of 














Friel, Francis; ASCE Vice Pres. 

Gutschick, K. A., Mgr. Tech. 
Serv. Nat. Lime Assn... 

Haskins, Riddle & Sharp 
Expand 

Hendon, Harry and Associates 
ren hed 





rton, Robert K.—-Asst. Director 
of ORSANCO 
Hudson, “Herb” Joins Hazen and 
Sawyer Engrs. ...... 
Hughes, E. F.—Gen. Supt. 
New Orleans 
Jaffe, Theo.—Prof. of Civil Engr. 
Ala. Poly. 
Jensen, Emil—Vice Pres. 
FSIWA 


Jensen, Emil “FSIWA aa 





Fh mmr eta Pomeroy & 
Assoc. : 





Kleinhenz, J. E.—Asst. to 
Exec. V.P. Indianapolis 
Water Co. 

Laubusch, Edmund J.-—— Chlorine 
Institute Engineer .... 

Linton, W. Dir. San. Eng. 
Div. S. C. Ba. oe of H'lth. 

Morse, Dan—V. P. & Gen. Mer. of 
Indianapolis Water Co. 

Natt, George—Westchester Water 
Agency 





Jan 





375 
499 
ll 


90A 


Neubauer, Walter—Associate of 
O’Brien & Gere 
Seid, Sol—Ch. Engr. Middlesex 


Sewage Auth. .....cccccccccesccseneseeeeeee 


Snell, John R, Establishes 
Consulting Firm 
Symons, George E.; Exec. Vice 


Pres. Scranton Publ. Co. Ine. .. 
Symons, James M. Instructor at 
M.LT. 


PAGES 


281—330 
331—382 
383—436 
437—484 
485—528 
529—574 


Sept. 120A 


528 
553 





Todd, A. R., opens 
Consulting Office 


Troemper, Paul—Chief Engr. 
Springfield, Ill. San. Dist. 


Ryan, Arthur—-Milwaukee 


a 


Waterbury, Lawrence Opens 
Consulting Office 


Watson, Ken. Engr. Advisor to 
WHO 


536 
Sept. 116A 


Sept. 114A 


495 
553 





Watson, K. S., Vice Pres. 
FSIWA 


527 





Weston, 5s ~ pencdien wl —_ 


Enlarge Sta 


Armco Traveling Sewer Pipe 
Asbestos Cement Pipe Thawed 


Automation in Water and 


Sewage Works 


Awards & Honors: 


Consoer, Arthur W.—Univ. of 
Wisconsin Citation 

Enslow, L. H.—25th Anniv. of 
Editorship 


410 
449 


241 





Friel, Francis S.—‘‘Philadelphia’s 


Outstanding Engineer” 

Hess, Raymond W.— 
Schoellkopf Medal 

Hollis, Mark—D. Se. at Univ. of 
Fla. 





Imhoff, Dr. Karl—FSIWA 
nors 





Jackson, J. 
Iowa State Coll. 


AWWA: 


Board Actions 

Diamond Jubilee 

1956 Conference Report—I 
1956 Convention—Part II 
Program for Convention 
Sewage Construction Federal 
Grants Opposed AWWA 


O.—Marsten Medal of 





Bacteria 


Belt, V-—Methods for 
Attaining Tension 


Bentonite Clay Coagulant Aid ............ 


Book Reviews: 
ASTM Spec. Tech. Publ. 
Corrosion _.......... 
Manual on Low Dams war 


Precedings 5th Ann. La. Univ. 
Water Symposium . 
“Standard Methods” 


179 on 


Businessman Becomes Mayor 


Butterfly Valves-—See Valves ...... 


Cc 
Calgon in Sewage Treatment 


45, 70, 78, 104, 132, 
tie. 267, 365, 495, 536, 


Cast-Iron Trunk Main, 
nditioning .. 
Centrifugal Pumps: 
Axial Thrust ................ 
Mechanical Seals 


Cety! Aleohol Controls 
Evaporation 


Chlorine : 
Accident at Bay City, Mich. . 
Amperometric Titration 
Leaks—-Plastic Bottle Test 
Residual Recording 


‘hlorination : 
Amperometric Titration, 
Residua 


Main Disinfection 
Oxford, N. Y. .. 


Practices 
Residual Recording and 
Amperometric Titration 


‘eaning Turbid Water 


Joagulant Aid, Bentonite Clay .... 


‘oagulation of Water— 
Effects of Syndets on 


Joea-Cola Co. Relieves Water 


Shortage 
Jomposting Organic Wastes ...... 
‘oncentric Orifice Diameters 


Conservation of Ground Water 


Construction : 


Capetown, So. Africa Pipe Line 
Centrifugal Pumps ................... 
Filter Plant, Lynchburg, Va. 


Final Tanks, Strip Mine 

Main, Laying . 

Sewage Contracts--213 Projects . 

Sewage Plant, Charlotte, N. ( 

Sewage Treatment Plant, 
Gallatin, Tenn. 

Sewer Handwork 

Transit Crane ......... . 

Underwater Effluent ‘Line 

Water Plant-— Miami, Florida 


Water Plant at Corpus Christi, 
ex. 


Water Works St. Louis, Mo. .... 


Consulting Engineer's 
Responsibility 
Conventions & Meetings: 
Amer. Watershed Council 
Workshop 
Arkansas W&S Conf.— 
26th Anniv. 
AWWA-—Diamond Jubilee 
AWWA-—-1956 Conference 
Report 
Central States S & IWA . 
FSIWA Program .......... ialitsieabassiinn 
FSIWA 29th ‘penance at 
Los Angeles ....... mumemnamnans 


136 
565 


190 


207 
27 


Gordon Research I _~eaconeell 
Stream Sanita 


Ill. Sect., awwa—tes Meeting .. 
Illinois Section Elects Officers .... 
I. Wat. Wks. Management 


Inst. Sew. Purif. Ann. Mtg. 
Watershed Congress . 
AWWA Nev. 


National 
N.J. Sect. 
Meeting 
NEWWA-—N ci 
NEWWA 74th Meeting 
N.Y. See. ww A 
Fall 
Penna. Sew & Ind. Waste 
Assn.—28th Mtg. 
Penna. Water Works Oper. 
Assn.—-29th Mtg. 
Purdue Industrial Waste 
Conference _.... — 
Se. Dak. Short Ceuse set are 
So. Dak. Water & Sew. Conf. 
Western N.Y. Water Conf. ............ June 





Copper Sulfate in Manganese 


Correction: 
To page 5, 1955-Water Supply 
Progress in 1955 


To Page 90, 1955 
Manchester Report 
To Page 321—-Vacuum 
Filtration of ag a 
To p. 361—H. E. 
Director, Penna. Hin Dept. 
Div. San. Eng. ai 
To Page 396, 1955 Chemical 
Handling and Feeding . sae 


Corrosion: 


Control with Lime . 
Durability of Wrought ‘Tron 
Pi 


Costs: 
Aircraft Wash Treatment ............ 
Cleaning Turbid Water 
Ultraviolet Sterilization 
Water Treatment 
What a Penny Will Buy 


Crenothrix Removal 


Cryptic Comment 


D 
Dear Bill Letter: 
Do We Speak the Same 
Language’? ........ 
Do You Have a Sewer Pochien 
Hats Off To—Mr. Water & 
Sewage Works 
How About a Vacation 
How About Sewage Works 
Safety 
I'm Dreaming of Some 
New Equipment ........ sneiiiiesti 
Let's Be Realistic About 
Meter Accuracy .......... — 
More on Water Works Rates. 
On Keeping Operating Records 
What's In Our Future 


Deaths : 
Boardman, Harry Clow 
Bowen, Edward R. 
Borden, Moro M. ........... 
Brace, James H. 
Brooks, Frank 
Cole Tom 
Hinman, Jack J. 
Hodgson, Joseph L. 
Hough, Marshall L. 
Howard, Norman J. 
Lybrook, W. M. .. 


. Sept. 114A 


O’Brien, John L. 
Paterson, Sir William 
Pearse, Langdon 
Smith, Leon A. 
Sparling Sr., R. W. 
Trax, Edward C. ...... 
Wood, A. Baldwin 


Sept. 118A 
July 106A 
150 
179 


Design : 
Centrifugal Pumps a 
Filter Plant, Lynchburg, Va. 


Sewage Plant, Charlotte, N. C. .... 


Sewage Plant Expansion, 
Detroit 
Sewage Treatment Plant 


Water Plant at 
Corpus Christi, Tex. 


Water Plant, Miami, Florida 
Weir For Grit Channel 
Velocity Control 


Detergents : 
Synthetic, Effect of on 
Coagulation 
Synthetic, Effect on Act. 
Sludge 


Developments in 1955: 
Industrial Wastes 
Sewage Works 
Water Works ........... 


Diesel Powered Pump Station 
Disinfection : 
Ultraviolet Radiation 
Oxford Water System 
Practice 


Dual-Fuel Engines 


Editorials : 
AWWA's “Stairway to the 
Stars” 
Caveat Emptor 
MF Technique Deserves Full 
Standard Status 
Symbols of Integrity .. . 
and Service 
The Publisher Speaks 
About L. H. Enslow 


Engine, Dual-Fuel 
Equipment & Materials : 
Acid Handling System — Graver 
Water Cond. Co 
Activated Silica Semeananh 7 
Philadelphia Quartz Co. 
Activated Silica Producer— 
Wallace & Tiernan, Inc. 
Activated Sludge— 
Aero-Accelator Gas 


Air Lift for Reactivator— 
Graver Water Cond. Co. 


Alarm, Flow—Fisher & Porter .... 


Algicide— Naugatuck 
Chem. Div. 
Antifoam Agent—-National 
Aluminate Corp. 
Backfiller-_ Cleveland 
Trencher Co. ... 
Backhoe—Amer. Tractor Corp. 
Backhoe—Ottawa Steel Div., 
L. A. Young Spring & 
Wire Corp. 
Rysaee Shawnee Mfg. Co., 


Back Hoe—Wain-Roy Corp. 
Bacteriological Cultures— 
FX-Lab Co. 
Blower, Aeration 
Allis Chalmers Mfg. Co. 
Brush Cutter Southworth 
Mach. Co. 
Caps for Pipe Ends— 
Protokap, Inc. 
Cesspool Emptier— 
City Tank Corp. 
Chemical Feeder— 
Hills-McCanna Co. 


Chemical Cage—Carl N. Beetle 


Plastics, Inc. 
Chlorine Detector— 
Wallace & Tiernan 





ne. 


Chlorine Vaporizer— 
Whitlock Mfg. Co. 

Clamp, Laboratory— 
Fischer Scientific Co. 


Clamp, Pipe Repair— 
Smith-Blair Co. 


Clarifier, Solids-Contact— 


Graver Wat. Cond. Co. ............. 


Clay Pipe Cutting Machine— 


Denver Brick & Pipe Co. ........... 


132 
263 
, 501 


231 


..Oct. 102A 


.May 122A 


324 


Feb. 96A 


Aug. 100A 
Aug. 101A 


. BBA 


Oct. 108A 


.May 116A 


Jan. 92A 


- ..Oct. 112A 
sag ypenllaveen & Tiernan, 


June 944A 


Aug. 100A 
Feb. 938A 


May 120A 


-Mar. 113A 


Oct. 105A 





Cleaner for Pumps 
Fine Organics, Inc. . 
Cleaner, Highpressure Steam 
Homestead Valve Mfg. Co. 
Coagulant Aid—-Hagan Corp. . 
Concrete Sealer— 
Ceileote Co. didiion ‘ 
Conductivity Control Fielden 
Inst. Div., bertshaw- 
Fulton Control Co. 
Controller for Cooling Water 
Treatment— Heller 
Laboratories, Inc. 
Control System-——Sparks- 
Withington Co. 
Conveyor-Elevator egmen 
Conveyors, Ine. 


Coupling for Mains Keasbey ‘& 


Mattison Co. : 
Coupling for Pipe ‘Bevahe- 

Smith-Blair Co. 
Couplings, Meter — 

Jasco Products Co. — 
Cutting Machines, Absesive - 

Beaver Pipe Tools into 
Defoamers—-Swift & Co. 
Demineralizer— Penfield Mfg. 
Deodorizer, Space 

Aireraft Corp. 
Diesel Engine— 

R. H. Sheppard Co. 
Diesel Power Package-- 

Alco Products, Inc. . 
Differential Meters 

Bailey Meter Co. - 

Differential Regulator— 

Conoflow Corp. .............. 
Ditcher—Gar Wood Snductrice 
Ditcher—Garwood Ind., Inc. 
Ditcher- Gar Wood Industries, 

Ine. : 
Earth Borer en A- Matic Ou. 
Ejector, Pneumatic, for Sewage 

Lift Station Smith & 

Loveless, Inc. ..... alee 
Electric Plant, Gassiine— 

sen-A-Matic Corp. 
Elevated Tank-—Chicago 

Bridge & Iron ....... 
Excavator & Bulldozer 

Const. Equip., Inc. 
Expansion Joint Water Stop— 

Progress Unlimited ‘ 
Feeder for Slurries, Flush 

Proportioneers, Inc. ... — 
Filter, Millipore Field Kit— 

Millipore Filter Corp. .. : 
Fittings, Plastic for 


ahinanting 


Instrumentation--Tube Turns 


Plastics, Inc. 
Flights for Sludge Collectors 
Overseas Lumber C seat 
Flow Indicator ‘Sante ‘& 
Koerting Co. 
Flowmeters—Fischer & 
Porter o. 
Foam Control Chemical 
Fine Organics, Inc. . 
Galvanize Finish 
Amercoat Corp. 

Gas Detection Sestement— - 
Johnson-Williams, Inc. 
Gear Drives—U. S. Electrical 

Motors, Inc. ... 
Generator, Electric 
Onan & Sons, Inc. 
Generator, Electric A. C. 
D. 


- Onan & Sons, Ine. ...... 


Generator, Portable Electric 
D. Onan & Sons, Inc. 

Grinder for Dry Wastes— 
Duplex Mill & Mfg. Co. 


Grout for Sewers—Chemiject Co. .. 


Incubators 
Central Scientific Co. 
Indicator, Deflection 
Allis-Chalmers Co. : 
Inspection Kit, Public Health— 
Black Light Corp. 
Instrumentation Signal 
Converter— Ind. Div., 
Minneapolis-Honey well 
Instruments, Secondary 
Republic Flow Meters Co. 
Joint Adhesive for Clay on 
Furnace Plastics, Inc. ..... 


Joint Cement—J. A. Sexauer 


Mfg. 


Joint, Clay Pipe 7 
Cannelton Sewer Pipe Co. .... 


May 118A 


..May 123A 
Feb. 88A 


Feb. 95A 


May 114A 


Apr. 92A 
Aug. 9A 
July 112A 

Apr. 98A 
Nov. 9A 

Jan. 93A 
May 124A 


June 92A 
Dec. 96A 


May 118A 
Sept. 124A 


Oct. 105A 


..May 125A 
May 120A 
..Sept. 123A 
Nov. 94A 
Feb. 92A 
..Mar. 112A 
Oct. 109A 
Oct. LIOA 
Jan. 96A 
uaSept. 123A 
May 123A 


July 109A 


Jan. 983A 
wpa Nov. 834A 
..May 124A 
Feb. 92A 
July 109A 
Feb. 88A 
Dec. 239A 
May 125A 
Apr. 96A 
Jan. 94A 
Feb. 95A 


Sept. 124A 
Nov. 84A 


May 125A 
Apr. 96A 


Mar. 114A 


. 99A 
Jan. 94A 
-ouMiay 120A 
May 114A 


nenpe Apr. 94A 


Laboratory Equipment 
Connectors—Burrell Corp. 
Leak Locator—Goldak Co. 
Level Controller nacional & 
ueller, Inc. 


Level Detector- 
Automation Products, Inc. 
Locator, Line— 
Wilkinson Products Co. 
Magnetines, Curb Box—- 
Basil , - 
Mina Hang King Engr. Co. 
Meter-Master — 
F. S. Bainard Co. 
Meters, Rotocycle 
Rockwell Mfg. Co. 
Meter Tester— 
H. E. Anderson Co. 
Meter, Turbine—Fischer & 
Porter Co. 
Motor, Explosion- Proof 
Sterling Elect. Motors, Inc. 
Motor, Variable — 
U.S. Electrical Motors, Inc. 
Motor, Vertical Hollow-Shaft 
U. S. Elect. Motors, Inc. 


Motor, Vertical Solid Shaft 
U. S. Elect. Motors, Inc. 


Payloader—F. G. Hough Co. .... 


pH Meter—Photovolt Corp. 

Pipe, Clay—-Clay Sew. 
Pipe Assn. ........ 

Pipe, Clay 

w. S. Dickey Mfg. Co. 
Pipe Cleaner— 

Miller Sewer Rod Co. 
Pipe Cutters—-E. H. Wachs Co. 
Pipe Insulation—- 

Keasby & Mattison Co. 
ri Joint, Cast_Iron 

. S. Pipe & Fdry. Co. 
B... Joint Tape— 

L.O.F. Glass Fibers Co. 
Pipelaying Attachment for 

ctors— Midwestern 

Mfg. Co. 

Pipeline Joint Wrap— 

L.O.F. Glass Fibers Co. 
Pive Lining— 

Pipe Linings, Inc. 
Pipe, Plastic—Amer. Hard 

Rub Co. 


Pipe, a Colonial Ptasties 


Mfg. 
Pipe, Rak ‘Sever - 

Carlon Prod. Corp. ............ 
Pipe Pusher—Mercury 

Hydraulics, Ine. 1 sth 
Pipe Pusher & —- - 

jan Mfg. Co. ' 

Pipe Repair Tool 

Atlas Industries, Inc. 
Pipe, Sewer—Armco Drain & 

Metal Prod., Ine. ...... 
Pive Shop on Wheels— 

Beaver Pipe Tools, Inc. 
Pipe Template 

A. Lawrence Kays ..... 
Pipe Threader— 

Beaver Pipe Tools, Inc. . 
Pipe Threader—Toledo Pipe 
Threading Machine Co. 
Pipe Threader Oiler 
Ridge Tool Co. ........ 


Pipe, Triangular Plastic —-Triangle 


Conduit & Cable Co. 
Pneumatic pecan 
risto 
Pneumatic Control oan 
Governaire Div 
Power Drive— 
Beaver Pipe Tools, Inc. 
Primer, ~ = 
Tapecoat Co. ........ 
Primer Coat for Plastic 
Garland Co. 
Proportioner, ‘ “ATT” 
Infileo, Inc. .. 
Protective Coatinge— 
Maintenance, Inc. 
Protective Coating, Neoprene 
Wilbur & Williams Co. ........ 
Protective Coating— 
Tape Coat Co. 
Pump, ACAP— 
Allis-Chalmers Co. 
Pump, Diaphragm— 
Homelite Corp. 
Pump, Diaphragm— 
Jus. G. Pollard ... 


Dee. 97A 
Aug. 98A 


Oct. 1024 
Oct. 110A 


Jan. 92A 


Sept. 126A 


Dec. 96A 
June 92A 
Nov. 86A 
June 95A 
Feb. 86A 
May 125A 


Oct. 104A 


. Sept. 126A 


Oct. 108A 


Sept. 129A 


Aug. 97TA 


..May 124A 


..Apr. 88A 


May 114A 
Oct. 102A 


Nov. 90A 
Oct. 109A 


Sept. 128A 


July 108A 
Sept. 122A 
Oct. 100A 
June 983A 
May 116A 
Apr. 944A 
May 116A 
y 1244 

y 122A 
123A 
104A 

Oct. 107A 
Feb. 909A 
Oct. 111A 
Feb. 944 
Apr. 92A 
Oct. 106A 
Apr. 984A 
Mar. 306 
Nov. 86A 
Aug. 984A 
Dec. 944A 


July 112A 


Oct. 104A 


Nov. 924A 
July 108A 


Apr. 95A 


-Mar. 112A 


Pump, Diaphragm Slurry 


Komline-Sanderson Eng. Corp Jan. 92A 


Pump Drive 
U. S. Electrical Motors, Inc. .. Sept. 122A 


Pumping, Stations, Underground— 
Zimmer & Francescon, Ine. .. 


Pump, Mobile Centrifugal 
Rice Pump & Machine Co. ...Jan %4A 


Pump, Oil, for Vertical Shaft 
Machines—-Bijur Lubr. Corp. ......Dec. § 


Pumps— Peerless Pump Div., 
Food Mach. & Chem. Corp. 


Pump Seal Tool 
Byron Jackson Pumps, Ine. .. 


Pump, Slurry 


Mar. 115A 


Pump, Submergible 
Reda Pump Co. 

Pump, Submersible Booster— 
Layne & Bowler Pump Co. 

Pump, Submersible Sumps— 
Pleuger Submersible Pumps, 
ne. 

Pump, Sump—Le Roi Div., 
Westinghouse Air Brake Co. 

Pump, Verti-Line 
Layne & Bowler Pump Co. ...... 

Recorder, Servo-Graphic 
C. H. Stoelting Co. oo... 

Recorders, Remote Level 
Foxboro Co. .... Sept. 122A 

Roller, Ditch--John R. Cook Sept. 124A 

Sampler, Automatic 
Denver Equip. Co. .. se Apr. 94A 

Sampler, Effluent 
Phipps & Bird, Inc. . Jan, 938A 

Seoopmobile Mixermobile 
Mfg. Ine. ......... ad Aug. 954A 

Scum Remover 
Chain Belt Co. . 

Seal, Pressure ~gamameamedl Rubber 
Products Corp. .. . 

Septic Tank Cleaner 
Lewis Research Labs., Inc. . 

Sewer Cleaner 
Ohio Tool and Eng. Co. .... Sept. 129A 

Sewer Cleaners—Ohio Tool 

Eng. Co. ....... June 96A 

Sewer Pipe Joint W. 8. Dickey 
Clay Mfg. Co. .. ; : Dec. 6A 

Shovel, Hydraulic 
Geco, Inc. .. = ... Sept. 127A 

Slaker, Lime—Infileo, Inc. Oct. 100A 

Soil Auger 
Hydrozion Engr. Co. . sss NWOv. 944 

Strainers and Air Eliminator, 
Meter—-Rockwell Mfg. .... 

Supervisory Control Systems 
Sparton Control Systems Div., 
Sparks-Withington Co. . 

Switch, Hydraulic, for 
Valve Operators Infileo, Inc. ....Nov. 90A 

Tamper, Earth 
Jay Corp. 

Telemeter, Multi-Tank Capacity- 
Fielden Instr. Div., Robertshaw- 
Fulton Controls Co. 

Telemetering System 
Bristol Co. Oct. 107A 

Telemeter Transmitter 
Radio Frequency Lab., Inc. ......Feb. 94A 

Template Kit for Piping 

WHENCE Kays  ..........ccccsceeeeeess Apr. G8A 

Template, Piping Drawing 
Dot-N-Dasher_ . : Feb. 96A 

Test Meter for Centralized 
Control— Hammarlund 
Bf. Co. TMC. ..0..ccccseccerecerersrssesess OPt. 126A 

Tile Clip, Plastic 
Boco Industries, Inc. 

Timer, Flow--Automatic 
Controls Corp. . 

Timer, Miniature Automate 
Temp. Control Co., Ine. ........ Jan. 96A 

Titrometer, Recordomatic 
Precision Scientifie Co. ............Mar. 114A 

Transmitter Bristol Co. oo Aug. O6A 

Transmitter, Immersed Float 
Vacuum—-Fischer & 

Porter 

Trencher— 

The Challenge Mfg. Co. 

Truck, Cylinder Hand— 

Valley Craft Prod., Inc. 

Turbidimeter, Continicore 
Monitoring—Kaye Development 


Dee. 97A 
May 122A 


July 113A 


June 96A 


Sept. 128A 


weed Apr. 90A 


Oct. 106A 


Feb. 90A 


Dec. 96A 


Feb. 86A 


Apr. 95A 


May 118A 
Oct. 105A 


Mar. 113A 





Co. 
Underground Pumping Station— 

Schmieg Industries 20..000..0.00000.0/ Aug. 98A 
Valves, Bronze Globe 


Lunkenheimer Co. May 125A 





Valves, Butterfly— 

Allis-Chalmers Co. . Aug. 96A 
Valve, Butterfly— 

F. B. Leopold Co. . Aug. 101A 
Valve, Diaphragm- 

Grinnell Co., Ine. ....... Feb. 96A 
Valve, Gate—Crane Co. Apr. 90A 
Valve Operator- 

Ledeen rows Co. . Aug. 99A 
Valve Opera 

McCullough Fetes Corp. 
Valve, Pneumatic Control—Ind. 

Prod. Div., Westinghouse 

Air Brake Co. . 

Valve Positioner— 

lL. ee Feb. 94A 
Valve, Sewer Backup— 

Protection Equip. Co. 
Valve, Silent Check— 

Williams Gauge Co. 
Valve Tool— 

Leavitt Machine Co. Oct. 110A 
Valve, Visible Wedge— 

Hamer Valves, Inc. 

Variable Speed Drive 

U. S. Elect. Motors, Inc 
Vari-speed Drive Controls 

Reeves Div., Reliance Elect. & 

Eng. Co. 

Vent, Flagpole Odor 

Stuart Corp. 

Venturi Tube—Penn Instr. Div.. 

Burgess-Manning Co. . 

Vise, Pipe—Spring Load Mfg. 

Co. 

Water Tank, Elevated- Chicago 

Bridge & Iron Co. 

Weed and Algae Contro! 

Chemicals- perenne 

Chem. Co. 

Well Driller— 

Consolidated Industries, Inc. Oct. 108A 
Well Points, Stainless Steel 

E. E. Johnson, Ine. Apr. 92A 


Aug. 95A 


May 125A 


Apr. 88A 


May 123A 


May 118A 


July 109A 


June 94A 
July 108A 
Dee. 92A 
July 109A 


June 97A 


Oct. 100A 


Evaporation Controlled had 
Cety! Aleohol . 


Evaporation Losses Cut with 
Cetyl Alcohol Film 

Executive Vice Pres. Scranton 
Pub. Co., Ine en 


F 
Ferric Chloride for Hydrogen Sulfide 
Filters : 
Membrane 


Rate Controller 
Tricking 


36, 548 
160 

217 

. 151,250 
320 


Filtration 
Filtration, Vacuum 
Floating Water Works . 467 
Flow: 
Control, Automatic 
Controllers -Air Operation 12 
Controller for Filters pinvemnete 160 
Orifice 515 


227 


Fluid Control Terms 513 


Fluoridation : 
Chicago, Ill 267 
Hydrofluosilicie Acid 238 
Income Tax Trouble 310 
Legal Aspects 398, 490 
Newburgh, N. Y. Ten Tear Re sport Jan. 86A 
Sheboygan, Wis. 132 
Ten Year Record 192 
Upheld by Court .... Aug. 92A 

Froth Contro), Activated Sludge 44 


FPSIWA: 
Teenical Program 416 


G 


Garbage Composing 


Gas Recirculation in ule 
Digestion Tanks . 


Gas Utilization in Dual-Fuel 
Engines - 
Gauges—Air Operation 
Geographical Locations: 
Allegheny County—Sewer Project 30 
Atlanta, Ga. Distribution Reservoir Dec. 90A 


Atlanta, Ga.— Meter Reading 
Austin—Water Filtration Plant 
Avon, N. Y.--What a Puane 
Will Buy ; 
Bay City, Mich. Chlorine 
Accident 
Cairo, Egypt— Employee Rules 
Capetown, S. Africa—Pipe Line 
Charlotte, No. Car.—New 
Sewage Plant ....... 
Charlottesville, Va. 
Silica 
Chieago, Il. 
Iron Pipe 
Chicago Fluoridates 
Chicago, Ill.-Water Works. 
Improvements ....... 141 
Columbus, Ohio— Wrought ane 


57 year-old Cc 


Aug. 94A 

Coral Gables, Fla._-Mural “Art fer 

Sewage Plant 226 
Corpus Christi, Tex.— Vertical 

Pump Motor .. 30 
Corpus Christi, Tex. ‘Water Plant 
Cramerton, N. C.--Sewage Works 

Effluent Line .... : saadone 38 
Decatur, Ill. Dam . 
Delhi— Infectious Hepatitis 
Denver, Colo.—Lease on U-Ore 

Land 
Denver, Colo. 

Water .. 
Derby Eng. Sewage “Treatment 

Studies 
Detroit, Mich.—-Cost of Sewers 


Detroit--Sewage Plant Design 
Du Quoin, Ill.—Strip Mine Cuts 
As Final Settling Units ; 
El Placer, Filter Plant 
Farmington, N. M.—Water Plant 
Florida Operation Cited ...... 
Fort Wayne—Sewer System . 
Gallatin, Tenn.—Sewage Treatment 
Plant tink 31 
Gary, Ind. Bentonite Clay 
Coagulant .... 96 
Grandview, Wash. Calgee in 
Sewage Treatment . Jan. 90A 
Haifa,—-Byzantine Sewer Qyetem 159 
Haifa, Israel_-Sewage Treatment 
Plant 268 
Hamilton, Ont Dominion fen 
drys Water Supply a 304 
Hampton Reads, Va.—Relay Test 
for Motor 
Illinois Cities Water ‘Supply ila 
Iraq—-Floating Water Works 
Jacksonville, N. C. these ed Treat- 
ment Plant > 
Jamaica, L. IL, N. Y. 
Report Prize 
Long Island Ground Water 
Conservation 
Los Angeles, Calif.-Atomic Tests 
for Sewage Treatment 
Los Angeles, Calif..-Sewer To 
Have Plastic Lining 
Los Angeles, Calif._- Water Rights 
Subject to Taxation ... 
Los Angeles County. Membrane 
Filters 
Lynchburg, Va. —Filter Plant 
Manchester, Eng. Activated 
Sludge 
Maple Cross, Eng.- Gas Resireule- 
tion in Sludge Digestion Tanks 
Marietta, Pa.-Water Pumping 
Memphis, Tenn.—C.M. McCord 
Pump. Station 
Meridian, Mich.—-Private Water 
District 
Miami, Florida pasinpneee Treatment 
Plant ......... 318 
Miami, Florida--Water ‘Plant 93, 331 
Milwaukee, Wis.— Milorganite Jan. 88A 
Slaking Limp . 
Milwaukee, Wis.— New Pipe 
ee 
Milwaukee, Wis. Survey of Water 
System ° 
Milwaukee, Wis. ‘ 
ID « cissentnnicniininomepetnen 
Minneapolis—St. Paul Vacuum 
Filtration - 
Mokane, Mo.— Private — Public 
Water Supply 
Monson, Mass.- Hydrant eatece 
ment 
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Anneal 
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Monterrey, Mex., Water Supply 
Newburgh, N. Y.—Fluoridation 
New York City, N. Y.—Dual-Fuel 





Niagara Falls Beauty Guarded 
by Water Level Recorder 


North Carolina Univ. Assistant- 
ships Jan. 90A 


Okeechobee, Fla.—Turtles Shut off 
Water 
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Oxford, N. Y.—Disinfection 263 
Penna.—Early Water Supplies .... 361 
Philadelphia, Pa.—Butterfly Valves 





Portland, Me. 
Cutting 


Potomac River Basin .......... 


Rock Hill, S. C.—Copper Sulfate 
in Manganese Removal . 


St. Louis, Mo. Reconditioning 
Cast-Iron Trunk Mains 

St. Louis—Sewer System 

St. Louis County, Mo.—Water 
Co. Expands 

Salt Lake, Utah New Water Plant 

San Diego, Calif.—Consolidates 
Sewerage Division i 

San Diego, Calif.—“Operation 
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San Francisco—Increased Water 
Supply 

Sheboygan, Wis.—Fluoridation 


South Charleston, W. Va.— 
Community Industry Cooperates 
South Dakota Short Course .... 
Springfield, Ill. Bascule Gate 
Tonawanda, N. Y.—Water Main 


Tucson, Arizona— pasanteasi 
Facilities ........ 
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Washington, D. C. White House 

Water Meters 107 
Weehawken, N. J. Sewer 

Authority ‘ 513 


Gibbs, Fred S. Still in Business Sept. 120A 
Grit: 
Channel Velocity Control by 


eir 


Ground Water Conservation 


Hervard Research Team— Water 
Study Funds dhaniine 


Head Loss in Butterfly Valves 
Health, Radiologica] ...... 

Hebrew Water Engineering 
Hepatitis, Infections 

High Pressure Steam Thawing 
History—Penna. Water Supplies . 
Honors--See Awards 


Hydrant Replacement 
Hydrofluosilicie Acid for Fluoridation 


Hydrogen Sulfide 


Hydrogen Sulfide Control 


Industrial Wastes : 
Ordinances . ‘ 
Progress Report, Annual, 1955 
Purdue Conference 
Utilization, Direct .... 


Industry, Impact of—on Water 
Supply and Pollution ... ‘ 


Iron Removal 
Joseph's Well ........ . 


271, 566 


Law—See Legal Notes 
Leaks, Chlorine-—Plastic Bottle Test 315 
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be ee). 


Water Works—Flooding Mains and 
and Services 


Water Rights 
Lime, Corrosion Control with 
Lime and Lime Slaking 
Loss of Head—See Head Loss 


Lubrication—Water and Sewage 
Works 





McCord Pumping Station, 
Memphis, 

Mains: 
Disinfection 
Flooding Liability 
Force, SOwWA@e  .....cccccecccssceesseseseneees . 
Laying with Transit Crane . 
Trunk, Reconditioning Cast-Iron 


Maintenance: 
Centrifugal Pumps 
Dual—Fuel Engines ..... 
Sewer Geiboongaaes 
Valves, Plug a 


Management : 
Accounting Procedures 


Businessman Becomes Mayor 


Manganese Removal 
Manganese Removal, Guew 
Sulfate in 


Meeting Reports—-See Conventions 
and Meetings 


Membrane Filters 
Metering Practices 
Meters : 


Practices in the U. 5. 
Reading, Modernized 


Milogranite Sludge Name Defended Jan. 


Mine Cuts, Strip—As Final Gates 
Units 


Mixing and Sedimentation 
Motor-Relay Test for Protection 


Motor Starting Problems, Pump 


N 
New Jersey Operator's License . 
NEWWA—Nominations for 1956-7 
Nomograph—Equivalent Pipe Size 


Notes on Water Works Law— 
See Legal Notes 
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Operation : 
Costs in Water Plant 
Dual-Fue!l Engines 


Flow Controller and Gauges 


Operators’ Short Course in South 
Dakota 


Ordinances for Industrial Wastes 
173, 


Organic Waste Composting .. 
Orifice Diameters, Concentric ......... 
Oval Sewer 


Ozone International Conference, 


Personnel : 
Radiological Health 


368, 378, 


Pickups from Purdue 


Pipe: 
Asbestos Cement .. 
Cast-Iron, Cutting 
Cast-Iron, 57 Year old, Chicago .. 


Construction of Water Main 
Cutting 

Equivalent Size Nomograph .. 
Parallel—Equivalent Sizes 
Plastic Tubing 

Series— Equivalent Sizes 
Sewer, Travelling ................... s 
Thawing Asbestos Cement . 


Planning Water Service 
Plastic Bottle Test for Chlorine 
Leaks . 


Plug Valves-—See Valves, Plug 


Pneumatic riented Controllers and 
Gauges . ni 


Pollution Control Opposed by 
Chemical Industry 


Pollution—Impact of New Industry 
Primary Sedimentation 
Progress Review 1955, Water Supply 


Public Health Service, Outlines 
Urban Water Supply ......... 
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Cc Rr 





Water Works—- Responsibility to the 
the Consumer ...... 


What a Perny Will “om 


Pumps: 
Centrifugal—See Centrifugal Pump 
Diesel Powered Station 
Manual a... wit 
Motor Starting Problems pe 
Multi-speed—-To Meet Load 
Changes . 
Station, Diesel Power ........ 
Station, Sewage—Relay Test for 
Motor Protection . 
Purdue Industrial Waste Conference 


Mar. 110A 
Apr. 87A 
July 107A 
Dec. 864A 


Purdue Pick-Ups .................... 


Radiological Health 
Rate Controller for Water Filter 
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Rates: 
Structure Practices 
Water 


Raw Sewage Lagoons ..... 
Reading Meters, Modernized ..... 
Relay Test for Motor Protection 
Report From Abroad: 

Am. Conf. Sew. Purif. 

Derby Sewage Treatment Studies 


Gas Recirculation in Sludge 
Digestion Tanks . 


Manchester Report on Activated 


Syndets in Sewage . 
Reservoirs : 
Evaporation Controlled 7 —_ 
Alcohol 
Fish Killing with Siteniiin 
Retirements : 
Buswell, A. M.--Head of Illinois 
Water Survey oo...cccccccccccecseeee 
Capon, Charles H.—Chief eet, of 
N. Jersey Wat. Sup. Comm. .... 
Kennison, Karl R. Chief Eng. of 
Board of Water Supply of 
. . G. 


Review of Progress 1955 
Rotenone Treatment of Reservoir ...... 


s 
Safety : 
Dollar Sa@vitgs  ..........cccccccccccceeceeeeeee : 


Sanitary Engineering: 
Responsibility to Municipality ..... 


Savings Through Safety 
Scraping Mitt 
Sea Water Distillation 


Sedimentation : 
Strip Mine Cuts as Final Tanks 


Service and Accounting Procedures 


Settling Units om | Mine Cut 
U: for ... = 


Sewage: 
Effluent Reuse . 
Foree Main 


Progress Report, Annual—1955 .. 


Pumping Stations—-Relay Test 
for Motor Protection 


Raw Water Supply 
Syndets Effects 


Sewage Treatment: 
Dorby Eng. Studies 
jallatin, Tenn. 
Jacksonville, N. C. ... 
Lagoons 
Primary Sedimentation 
Sedimentation, Primary 


Sewage Works: 
Automation ‘ ia 
Construction 213 Projects 
Design for Expansion 
Equipment Lubrication 
Flow Control, Automatic 
Gallatin, Tenn. 
Lubrication, Equipment 
Needs in Future .. 
Tucson, Arizona 
Underwater Line, Effluent 


Sewage Works Operation: 
Sludge Digestion set 


Sewage Works Practices: 


Sewers : 
Activated Sludge 
Filters, Trickling 
Lagoon, Sewage 
Primary Sedimentation 
Construction, Handwork ... 


Hydrogen Sulfide Generation 
Control , : 


Maintenance 
Origin of Oval 


Sludge: 
See Also--Sludge Digestion 
Sludge Disposal 
Activated See Activated Gtadige 
Gas Recirculation ...... 
Raw, Vacuum Filtration of 
Vacuum Filtration 


Sludge Digestion : 
Advances 


“Standard Methods” 
9th and 10th Ed. 


Comperison 
Steam Thawing of Pipe 

Syndets Effect on Act. Sludge .. 
Syndets Effect on Coagulation 


Syndets Report of Brit. 
Comm. 


Tastes & Odors: 
Algae Control with CuSO« 
215, 807, 348 








Control with Activated Carbon 


Fundamentals 


Togioty of Chemica! Compounds 
Algae 


Thawing Pipe, High Pressure 


The Publisher Speaks 

Toxicity of Chemicals to Algae ..... 
Transit Crane for Main Laying .. 
Trunk Main—See Mains--Trunk 
Tricking Filters .....ccccccccceccseeececeees 
TV Sets Outunmber Bathtubs 


U 
Ultraviolet Sterilization 

Uranium Boom-Town— Water Plant 
USPHS Grants 

USPHS Traineeships 


Vv 


V-Belt Tension, Methods for 
Attaining 

Vacuum Filtration See Filter, 
Vacuum 


Valves: 
Butterfly, Head Loss in 


* Plug, et ma Repair and 
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Selection for Water Service ...... 

Turning by Jeep Power Takeoff 


Vitamin B-12 from Activated Sludge 
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Waste Water Utilization 


Water: 
Bacteria 


“Rights” —Law 
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Waste, Utilization. ‘of ; 
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Ground Water Conservation 


Industrial Impact on 

Penna.— Historic 

Planning 

Problem in Drought 

Problems in Suburban Movement 
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Urban— Public a Service 
Report .......... 7 
Water Treatment: 
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Distillation of Sea Water 
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Rotenone Kills Fish ... 
Turbidity Removal! 


Water Works : 
Equipment Lubrication 
Filter Plants—Rate Controller —_ 
Floating ..... 
Health—Radiological | 
Improvements in Chicago 


Law Flooding Mains and Services 
Liability ...... 


Law- -Fluoridation 
Law—“Water Rights” 
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Radiclegionl Health 
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Valve Selection 
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